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EXHIBIT NO. - 26 


Baird-Atomic, Inc. 


7 -] 
TO CONTRACT NO. _ Customer 2 
CONTRACTOR WASEAN”5 PIES SCNFORM 7. THF 


FROM PRICE FORMULA NEFSESTON THE GATE CE THIS EXHIAIT 
an PRICES ANE FAIR AND REASONABLE; THIS EXHIBIT 1S 
T0 HESEEY AFPACYED IN THE AMOUNT OFQ 4,022.36 
FOIAB3B1 : TVUNTIRADTING UFFICER, 
re om = ENR gay Pe ea See e 7 ae ee i CR aaa tera A a aa ee aa ee 
| Ve | PART NO. : NOMENCLATURE QUANTITY UNIT PRICE TOTAL PRICE REMARKS 
( ; PITT BATAREA-1 i Counter Assy === «~=———i«&Sts«é$ 85, 350 ~ $176.00 ~ se ae 
2. BA-AR44-337 Screw, adjusting, Reof 20 6.56 131.20 | | | 
Mirror a | 
| 3. BA-AR44-38 Bulb and case assy 20. 19.21 384. 20 | 
| 4. BA-AR44-439 Thermostat 10 #8, 66 86. 60 
. 5... BA-CR44-4 Roof Mirror Assy 10 = 279.05 ~=—. 2,790. 50 
| 6. BA-CR44-6 Lighting Harness Assy 6 73.73 443, 38 


fe el Cee aR EER PREITY mee ene ok, 


PRESERVATION, PACKING: 


___ Commercial 


PREVIOUS UNCOMMITTED BALANCE _19, 854,84 
TOTAL THIS EXHIBIT _ 4.01438: 


PRESENT UNCOMMITTED BALANCE 345, 84%46 


a DELIVERY COMPLETED gy: March 31, 1961 
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REV } 
RD 393 M 


FOIAB3B1 6 ee 


” wt ny 


APPROVED PRODUCTION LIST NO. 26 TC CONTRACT NO 
FROM ke ee APPROVED __ 
{AUTHGRIZED REPRESEN TAT-(VES 
T0 Baird- ee Inc. 
" - FOIAB3B1 HROUGH rata 


cc 
( Contato te 


PART NO. 


NOMENCLATURE 


1 BA-AR44-11 


2, BA-AR44-337 


» BA-AR44-38 
BA-AR44~439 
5.  BA-CR44~4 


6. BA-CR44-6 


PRESERVATION, PACKING | 
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Counter Assy 


Screw, adjusting, Roof 
Mirror 


Bulb and case assy 
Thermostat 
Roof Mirror Assy 


Lighting Harness Assy 


Commercial 
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+ Customer 2 


ees SIGNED 
PREPARED o/2 eh 75/7 ms 
iQATES 


FOIAB3B1 


QUANTITY = UNIT PRICE TOTAL PRICE 
5 $35. 30 $176. 50 
20 6.56 131.20 
20 19.21 384. 20 
10 8. 66 2, 86. 66. 
10 “279. 05 2790.50 — 
6 73. 73 442, 38 


DELIVERY COMPLETED BY 


~ March 31, 


REMARKS 


Fe A gO NEO oo ee he a 


i 
' 
Sah yn tte a ae ees io PS ee, 


sole dete tot 
1961 


REV! 


191M 


RD 


a 


FOIAB3B1 


\, at, . 


af 


‘< 


FOIAB3B1 
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FOIAB3B1 

FROM: W.3. Denard 

: File Wr. 9495 
TO: Baird Atomic Inc. i Page 1 of 1 
, pages 
TBROUGH 

2 4 Production List Nr. 61°3 to Contract Nr. 
_ CUSTOMER NO 2 


Nr. Ny. Nomenclature Unit Pack Q Est. Cost Remarks 


1. BA-ARYH223 Comter Assy EA 5 220.00 
2. BAwARL2 337 Serew, adjusting, Roof mirror EA 8) 15.00 
3. BA-AR‘.38 Bulb and case assy EA 20 370.06 
4. BA~ARY A439 Thermostat EA 10 20.00 
5e BA=CRe Roof Mirror Assy EA 10 =. 3718.40 
6. BAoCRILW6 lighting Harness Asay BA 


“WOT 30 Estimated 


PACKING & PRESERVATION; Pack for Domestic Shipment. 
DELIVERY: Deliver to WRAMA, Marked for Warehouse 17, Storercom B. 


APPROVED: 19 September 1960 


SIGHED: 
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